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FOR IMMEDIATE RELEASE John Fox exhibition ends 


eight-gallery eastern 
Canadian tour at'‘Concordia. 


MONTREAL, September 14, 1981 -- An exhibition of the ten most recent 
canvases by Montreal artist John Fox will end its eight<-gallery eastern 
Canadian tour at Concordia University's Sir George Williams Galleries, 
the exhibition's organizing gallery. 


"John Fox: Ten New Paintings" will be at the Weissman Gallery and 
Gallery One from September 16 to October 5. The galleries are located 
on the mezzanine level of the Henry F. Hall building, 1455 de Maisonneuve 
Blvd. W. 


Although only a relative newcomer to abstract art, Fox has already 
altered his technique. Abandoning: spray painting, which he has used 
intermittently since he began doing abstract work in 1972, Fox now 
works his canvases on the floor of his studio, using sponges, strips 
of cardboard and knives to lay the paint. "I want as direct a 
manipulation of my materials as possible," he told artsmagazine last 
fall. 


John Fox has taught at Concordia for 11 years and is currently 
chairman of the Faculty of Fine Arts' Dept. of Painting and Drawing. 
He has exhibited regularly in Montreal and Toronto during his 30-year 
career and his work forms part of the permanent collections of the 
National Gallery of Canada, the Montreal Museum of Fine Arts, the 
Albright Knox Gallery in Buffalo and the Beaverbrook Art Gallery. 
His paintings are also represented in most major university and 
corporate collections in Canada. He has also received several commissions, 
including one for a mural at the Charlottetown Confederation Centre 


for the Arts. 


Running concurrently with the John Fox show is an exhibition of 
works on paper by Robert Marchessault in Gallery Two. 


Gallery hours are 11 a.m. to 9 p.m. weekdays and 11 a.m. to 5 p.m. 
Saturdays. There is no admission charge. For. information, call 879-5917. 
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